


This variety is usually ripe early in October, preceding the 
Imperatrice , which it much resembles in flavour, and may be 
preserved two or three weeks after being gathered. The spe- 
cimen was obtained from a west wall in the Royal Garden at 
Hampton Court . 
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william hooker Pomona Londinensis London, 1818 California academy of sciences Octavo 




